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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee 
SECOM-D-118 


28 February 1980 


STATINTL 
MEMORANDUM FOR: 
FROM: 
SECOM Staff 
SUBJECT: Replacement of Slide for Executive 


Security Briefing 


Per the discussion following the showing of the 
Executive Security Briefing on 27 February 1980, you ad- 
vised that you would furnish a replacement for slide #35, 
which would be more suitable for showing at the classifi- 
cation SECRET. A copy of slide #35 is attached. Please 
furnish the replacement slide to the undersigned at your 


earliest convenience. 


Attachment 
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